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LOCAL ANESTHETIC RECOMMENDED 
FOR USE IN ZONSILLEXTIRPY - 


Diothane 45% Solution 


eo re YorvOos an at 
eae ce in 5 Archives MS POYSLE py, X-Ray, 
1930, mentions the development of a-topical anesthe Cae. 
his opini on, meets the requirements of tonsil. coagul Bee 


neinnati, Ohio have pre 


The Wm.. S.. Merrell Comany, Ci: 
1% under the name 


pared this solution and are marketing 
DIOTHANE — 5% 


‘hey give its composition as "Diothane 5%; with bensyl alcohol , 5%: 
in 50% Sty aleonol, Ghormals of Dr. J.P) Jaros.) 


Action: Anesthetic for jal uses, 


Uses: To prevent pain in connection with the electro—coagulation 
Of tonsils. (Tonsillextirpy). 


Technic o: of Administranions Pour from 20 7 30 drops of Diothane 5% 
Compound. “Solution on a watch erystal and with a cotton swab gently 
rub this amount: on all parts of the pillar.and tonsils After an 
elapse of ten to twelve minutes to permit complete development of 
anesthesia, coagulation may be undertaken, This solution a ives a 
postoperative anesthesia and eee that frequently lasts as lone 
as three days. Diothane 5% Compound Solution is of ee Low 
toxicity and causes no perceptible irritavion or redness with this 
manner of administration, Hoinephrine or ephedrine should not be 
used as these drugs retard the penetration and reduce the efficacy 


of the Diothane. 


Diothane ah anes Solution is now available through all wholesale 
drug houses 





Didthane.is the trade name for plipvericdinopropanediol di-phenylurethane 
hydrochloride. (Trade mark registered U.S. Patent Office). 
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